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UNCLASSIFIED 

PAGE 01 MOSCOW 16728 172123Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 SY-05 /019W 

062511 172127Z/75 

P 172122Z JUL 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC PRIORITY 4439 
INFO AMEMBASSY HELSINKI 

UNCLAS MOSCOW 16728 


Message Text 


E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC/NSU 

SUBJECT: EMBASSY RECONSTRUCTION, PROPERTY NO. L01001, 
EDWARDS WATER CHILLER SYSTEM, MODIFICATIONS TO PIPING 

REFS: (A) STATE 173052, (B) MOSCOW 15106, (C) MOSCOW 
14432 


1 . PLEASE PROCURE AND AIR FREIGHT TO AMERICAN EMBASSY 
HELSINKI FOR GSO FORWARDING TO MOSCOW, THE FOLLOWING 
MATERIALS WHICH ARE SHOWN IN THE MCMASTER-CARR CATA- 
LOG: 


2. 20 FEET OF WATER PIPE, PVC CONDUIT 1 1/2" DIAMETER, 
SCHEDULE 40, CAT NO. 2388K1 1, PG. 562. 

3. 4 EACH 1 1/2" WATER PIPE PVC ELBOWS 90 DEGREE 
SENDS, SCHEDULE 40, CAT. NO. 2388K27, PG. 563. 

4. 4 EACH 1 1/2" WATER PIPE PVC ELBOWS 45 DEGREE 
SENDS, SCHEDULE 40, CAT. NO. 2388K38, PG. 562. 

5. 25 EACH 1 1/4" WATER PIPE, STEEL GALVANIZED 
UNIONS, CAT. NO. 4555K36, PG. 869. 
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